The stone is 24 x 3 and is the finest Natural stone available. 
Equipped with a steel shaft mounted in ball bearings the 
stone runs easily and smoothly. Driven by a Wagner 4 
H.P. motor 1725 r.p.m., 110v, 60c. single phase. A.C. Frame 
is of seasoned oak protected by two coats of high grade 
Aluminum paint. It is firmly braced and securely bolted. 
Fitted with Gopper Waterpot and removable trough. High 
grade pulleys and belts. 


Price f.o.b. Factory. . . . « $76.75 


‘The Frame of seasoned oak is treated with two coats of high 
eo Aluminum paint as a preservative — firmly braced 
every direction and securely bolted. Fitted with hand 
crank and foot treadle and steel shaft mounted in ball 
bearings for easy operation. Made in sizes from 20 x 2 to 
30 x 4. The most popular size is 24 x 3. Equipped with F 
water pot and removable trough. 


Price with 24 x 3 stone, f.o.b. Factory . . $40.00 
PRICE ON OTHER SIZES QUOTED ON REQUEST. 


A very popular item for high grade tool grinding. Stone 14 x 2. 
Fitted with brass slide bar on tool holder to prevent corrosion. 
Very practical for all bevel edged tools. Equipped with ball 
bearings throughout in iron housings accurately machined. An 
abrasive stick is provided for truing the stone. A, Water 
pot for application of water and a brass nipple in the trough en- 
sures easy drainage. 


Price, without motor, f.o.b. Factory . . $30.00 
Motor with belt and pulley f.o.b. Factory. $25 .00 


ALL PRICES ARE SUBJECT TO CHANGE WITHOUT NOTICE DUE TO 
PREVAILING CONDITIONS. 


C. WINTER HILL STATION 45, BOSTON, MASS. 


